This phenomenon.......known as  irradiation    is due to the
stimulation   or sympathetic  aetion   ol   the   nerves   ol   the retina adjoining those \vhieh actually receive tlie imat;e.
The ends of pieces of iron  healed   to incandescence by the blacksmith for  welding seem  to be unduly  enlarged un appearance due to irradiation.
Without, doubt, the most .striking illustrations ol irnuli;: lion are to lie found  in electric illumination.    The electric are, which  is no  larger than a pea, appears to the eye as large as a walnut ; and the filament, ol an incandescent lamp, which is scarcely as largo as a horsehair, appears as large, as
Ait Kxamplr nf Irradiation.
n small load pencil, In viewing an ordinary incandescent lamp, it is difficult to believe that the delicate filament is not in some, way immensely enlarged by tlu: electric current or by the brat, but the experiment, illustrated by the, engraving shows that thesi/e of the filament is unchanged, uwl prove* tiiat the effect is produced iti the eye.
The experiment consists merely in holding a smoked or darkly colored glass between the eye and the lamp. The glass cuts nil a large percentage of the light, and enables thr eye to see the filament as it reallv is.ing studies for the xoetrope have been produced by "the aid of instantaneous photography.
